From: 

Sent: 

To: 

Subject: 


rafael_velez2@agilent.com 
Friday, June 10, 2011 11:02 AM 
Hanchett, James (DPH) 

GC install 


Hello James, 

I will be coming on site next week to install your new GC. I am scheduled for Wednesday. Would it be possible to move 
the date to Friday June 17th instead. 

Thank you for your support 
Regards, 

Rafael 


l 


Folk OIG PRR 094343 



